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Work Order ID 59501 
Friday, June 04, 2010 3:01:10 PM 


Page 1 


Item ID: D4003-11 


Revision ID: 


Item Name: Vent Pipe - Tank 


Start Date: 6/4/2010 Start Qty: 2.00 ІШІ 
Required Date: 6/10/2010 Req'd Qty: 2.00 ІШІ 
Reference: 


Accept 


Approvals: Process Plan: “ 


Dato /- 2 Tooling: 


ШІПШІЛІ ІШЕ IA 


әр ШЇЇ 


ше Stare ЇЇ 


Stop 
ос: Date: SPC (YIN): ІШІШІ 
Sequence ID/ Operation Set Up/ Accept Reject Reject Insp. 
Work Center ID Description Run Hours Qty Qty Number Stamp 
| Draw Nbr Revision Nbr | 
| D4003 A 
100 0.00 
ШШШ 
Small Fab Memo 0.00 2 
Small Fab 1- Cut tube xxx" long (о /% // Ë | 
2- Bend as рег dwg =) m " 
110 ОС5- Inspect part completeness to step on W/O 0.00 N 
ШЇЇ NIS 62.) 
QC Memo 0.00 
Quality Control 
150 Chemical Conversion Coat per 051005 4.1 0.00 PVA 
mane - м Ma ung 


Hand Finishing 


7) 


Dart Aerospace Ltd 


Approval 


Qty | Chief Eng/ Approval 
Prod Mar QC Inspector 


mem 


Part No: | PAR #: Fault Category: ` NCR: Yes No DQA: Date: 
Resolution: Disposition: QA: N/C Closed: Date: 
WORK ORDER NON-CONFORMANCE (NCR) 


ae Corrective Action Section B AE 
Description of NC — - — - Verification | Approval | Approval 
DATE STEP Section A . Initial Action Description Sign & Section C Chief Eng QC inspector 
Chief Eng Chief Eng Date 


NOTE: Date & initial all entries 
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Work Order ID 59501 
Friday, June 04, 2010 3:01:10 PM 


Page 2 


ты. и ИИ зе ss | ШІ 
Revision ID: "en 
Mem Name: Vent Pipe -Tank | ор ШШШ 
Start Date: 6/4/2010 Start Qty: 2.00 III ІШІ Cust Пет ID: 
Required Date: 6/10/2010 Req'd Qty: 2.00 III ІШІ Customer: 
Reference: 
ше Sere QA 
Approvals: Process Plan: Date: _ ` Tooling: Date: 
Sto 

qc: Date: SPC (Y/N): Date: a 
Sequence ID/ Operation Set Up/ Tool ID Tool# Plan Accept Reject Reject Insp. 
Work Center ID Description Run Hours Code Qty Qty Number Stamp 

C3- Inspect Part Finish 0.00” 


160 
ШШ 
QC 


Memo 
Quality Control 
170 Identify as per dwg & Stock Location: [| S 
ШИШ | 
Packaging Memo 
Packaging 
180 QC21- Final Inspection - Work Order Release 
ШШШ 
QC Memo 
Quality Control 


0.00 n ПСЕ pen. 5 T" 


Е /5°8- /% ГА 
- ефе. 


СР? -2 


Dart Aerospace Ltd | Es 
W/O: WORK ORDER CHANGES 
Approval 
Chief Eng / 
Prod Mgr 


DATE | STEP PROCEDURE CHANGE 


Part No: PAR #: Fault Category: МСН: Yes Мо DQA: Date: 
Resolution: Disposition: QA: N/C Closed: Date: 
NCR: WORK ORDER NON-CONFORMANCE (NCR) | | 


"m Corrective Action Section B p | 
Description of NC - : — - Verification | Approval | Approval 
Chief Eng Chief Eng Date 


NOTE: Date & initial all entries 
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Picklist Print Page 1 


Friday, June 04, 2010 3:01:14 PM . 
Work Order ID: 59501 ШШШ z 
Parent Item: 04003-11 ШІШІШШІ 


Parent Item Name: Vent Pipe - Tank Start Date: 6/4/2010 Required Date: 6/10/2010 
Comments: IPP теу А 10.01.12 new issue prelim EC verified by:DD Start Qty: 2.00 Required Qty: 2.00 
Component Item ID/ Replacement Mfg/ Bin Primary Last Route Unitof Qtyon Qty per Kit Total Qty Date — Status 
Item Name Item ID Purch Item Location Location Seq ID Measure Hand Qty Issued Issued 
M6061T6T0.500W.035 100 f 262.8300 1.97 


00 PITT Ши 


6061-T6 RD Tube .500 x.035W 
Location Loc Qty Loc Code 
MATO014 262.83 ; 
46927 262.83 2 s Ə М 
mL 46/06/16 


Dart Aerospace Ltd d 
WORK ORDER CHANGES mE 


Approval 
Chief Eng / Approval 
C Inspector 


Part No: PAR #: Fault Category: | NCR: Yes Мо ООА: Оаїе: 
Resolution: Disposition: QA: N/C Closed: Date: 


Corrective Action Section B 


Verification 
Initial Section C 


Chief Eng 


NOTE: Date & initial all entries 
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DART AEROSPACE JOH CAMERON AVIATION 
PART NUMBER 


04003-11 = air v 


100°+1° 


D4003-11 VENT PIPE - TANK 


NOTES: 
Т) MATERIAL: 6061-T6 OR 6061-T62 ALUMINUM TUBING, (50.500 X 0.035 WALL THICKNESS 

КЕН WW-T-700/6 OR AMS 4080 OR AMS 4082 OR QQ-A-200/8 OR QQ-A-225/8 

Е DART SPEC M6061T60.500W.035 

2) FINISH: CHEMICAL CONVERSION COAT PER DART QSI 005 4.1 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: IDENTIFY WITH DART P/N "D4003-11" AND B/N USING FINE POINT PERMANENT INK MARKER 


7) WEIGHT: 0.11 105 


QELEASE 
БЫ: 


DART AEROSPACE LTD 


HAWKESBURY, ONTARIO, CANADA 


DRAWING NO. REV. A 
D4003 SHEET 8 OF 9 


APPROVED 


SCALE 
NTS 


DE APPR. 


DATE 


Жж 
NP = 
10.02.05 


COPYRIGHT © 2010 BY DART AEROSPACE LTO 
тюз DOCUMENT (S PRIVATE AMO CONFIDENTIAL AND I$ SUPPLIED ON ТИЕ EXPRESS CONDITION THAT IT 13 
NOT TO SE USED FOR tr тиси OR COPED OR COMAUNCATED TO ANY OTHER PERRO WITHOUT 
SETTEN PERMER EION FROM DANT Af CELO 


Dart Aerospace Ltd 


WORK ORDER CHANGES 


Approval | Approval 
3 QC Inspector 


Part No: PAR Ж: Fault Category: NCR: Yes No DQA: Date: 
Resolution: Disposition: QA: N/C Closed: Date: 


WORK ORDER NON-CONFORMANCE (NCR) 
Chief Eng QC Inspector 


Corrective Action Section B 


Verification 
Section C 


Initial Action Description Sign & 
Chief Eng Chief Eng Date 
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